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CHALr-lCXXi-60 
Cop y 5 j 


1 June I960 


POE i Chi mt, ilateriel, OPD-OD/F 
SUBJECT I niotographic Hqpijiamt \mXSmett(ms 

mmmsi * Staff Beeting Kinatec, U Oct* 1958# dtd. 16 Oct. 1958 


1* During the period 1 hay I960 throat 31 Hay I960 there 
were a total of three (3) olssioas related flown using photo- 
graphic eqpdpoest. <qguipa»nts malfunctioned cm one (1) of these 
missions, giving an overall effectiveness of 67$. 

2. aqulpnent reliability for the above referenced period mss 


brX S&SZs. 

kaLSSELs. 

l&mb. 

Jmsker? 

Missions flows 

1 

0 

0 

2 

Malfunctions 

0 

0 

0 

1 

Per Cent iff. 

iao£ 

0 

0 

50$ 


3* Tracker malfunction! 

iilMdUm CT60-21| tracker failed after eong&etiog 200 feet of 
the 350 feet progressed} aelfuncticn due to the spring m the mm 
latch binding with the latch and causing a double scan} latch f a il ed 
to engage with the pawl* Xt is believed that coldness changed the 
shape of spring and caused binding with the latch. 
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